


Phalanges 


SKELETON 


Patella 
. Fibula 
- Tibia 


Tarsal 


Frontal _ 
Orbit - — 
Maxilla _ 
Mandible 

Clavicle _ 

Sternum 

Humerus 


Metatarsals 
. Phalanges 


Cervical vertebra 


Lumbar vertebra 

Crest of ilium 
Ulna 


Radius 

Greater trochanter 
Carpal s , 


Metacarpals- 


Lesser trochanter 


- Parietal 
_ Temporal 
Zygomatic 


Coracoid 
. Scapula 

_ Thorax 


12th rib 


Ilium 
Sacrum 
_ Pubis 

Ischium 


Femur 



SKULL 
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Coronal suture 

Frontal bone _ 

Orbit 

Nasal bone 

Maxilla 



Parietal bone 

Sphenoid bone 
Temporal bone 

Occipital bone 
Zygomatic bone 
Mastoid process 

. Mandible 



Lunate — 
Triquetral 


Pisiform 

Hamate 


Capitate 

Metacarpais 

(?nd) 


Navicular 
Greater multangular 
Lesser multangular 


Proximal phalanx 

• Middle phalanx 

Distal phalanx 



First 

Metatarsal 


Cuneiform 
. Navicular 
Cuboid 


Calcaneus 


BONES OF RIGHT HAND 


BONES OF RIGHT FOOT 
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MUSCULAR SYSTEM 


Tempo raTi s 
Occipitalis 
Masse ter 

T rapezius 


Serratus 

Anterior 


Extensors 

Tensors 
fasciae latae 

Gluteus 
maxima s 

Annular 
ligament 

Flexors 
of Knee 

Quadriceps 

femoris. 


Peroneus 


Annuiar ligament 
Extensor 

digitorum longus 



Frontalis 
Orbicularis oculi 

Orbicularis oris 
Hyoid muscle 

Deltoid 
Pectoraiis major 

Biceps brachii 
Triceps braehu 
Brachioradialis 
Rectus 

Flexors 
Adductor 

Sartorius 

Gracilis 


Gastrocnemius 
Soleus 


Tendo calcaneus 

Extensor Hallucis 
longus 



NERVOUS 

SYSTEM 


Cerebellum 


Cervical nerves 


Sacral & 
coccygeal nerves 


_ Cerebrum 
Brain stem 


Thoracic nerves 


Lumbar nerves 
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THE BRAIN 


Cerebrum 

Temporal 


Pons 


Spinal cprd 


Occipital 


Cerebellum 

Spinal cord 


Pineal 

body 


Pyramid 


corpus callosum 

Septum peliucidum 
Thalamus 


Mammillary body 
_ Pituitary body 

Pons 


Olfactory bulb 


chiasma 

Mammillary 

body 

Pons 


Cerebellum 


Medulla oblongata 


Optic nerve . 
Optic Tract 
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CIRCULATORY 

SYSTEM 


Vertebra! artery 
Brachiocephalic vein 

Brachiocephalic artery 
Superior Vena cava 

Axillary artery 
Brachial vein 
Pulmonary 

Renal artery 

Inferior mesenteric 
artery 


Basilic vein 


Small saphenous vein 


Anterior tiblal vein 


Internal jugular vein 

Common carotid artery 
External jugular vein 
Subclavian artery 
Subclavian vein 
Aorta 


Inferior Vena cava 
Abdominal aorta 
Renal vein 

Ulnar artery 

Radial artery 
Common iliac artery 
Iliac vein 


Femoral vein 
Femoral artery 

Great saphenous vein 


Anterior tibial artery 


Dorsal venous arch 


Dorsalis pedis artery 



THE HEART 



Aorta 


. Pulmonary 
artery 

Left auricle 


Left atrium 


Right atrium 


Lett 

Coronary 

artery 


Left 

Ventricle 


Apex 


Superior 
Vena cava 


Coronary sulcus 

Right Ventricle — 
Inferior Vena cava 


Superior 
Vena 


Aorta 


Pulmonary 

valve 


Right 
atrium 

Tricuspid 

valve 

Right 

Ventricle 


Right auricle 


Pulmonary 

artery 


Pulmonary veins 
Left atrium 
valve 
vaive 


Left Ventricle 


Right superior 
pulmonary vein 


Inferior 
Vena cava 




RESPIRATORY SYSTEM 


Apex of luhg 

Superior Lobe 
Right Lung _ 
Middle Lobe _ 
Inferior Lobe_ 



Vestibule 


Larynx 

Thyroid gland 

Trachea 

Left Lung 

Superior Lobe 


Inferior Lobe 



Larynx 


Apex of lungs 


Ventral bronchial 
branches of the 
Superior Lobe 

Right bronchus 

Bronchial 
of 

Middle 

Ventral bronchial 
branches of the 
Inferior Lobe 


Thyroid gland 


Trachea 

Ventral bronchial 
branches of the 
Superior Lobe 
Left bronchus 


Ventral bronchial 
branches of the 
Inferior Lobe 




io 

L. S. Section of 

NOSE, MOUTH AND PHARYNX 



Frontal sinus 


Vocal fold 
Larynx 

Oesophagus 


T rachea 


Hyoid bone 


Thyro’d cartilage 


Isthmus of 
thyroid gland 


sinus 


tonsil 

Orifice of 
auditory tube 


palate 

Oral part 
of pharynx 


Epiglottis 


Concha superior 
Concha media 
Concha Inferior 


Vestibule 


Hard palate 


Tongue 


Li 


DIGESTIVE SYSTEM 



pharynx 


Oesophagus 


— Cardia 
Stomach 

Pancreas 


Jejunum 
* 

Descending colon 

Sigmoid colon 
, Rectum 


Liver 


Gall bladder 
Duodenum - 
Transverse colon 


Ascending colon 

Caecum 

Ifeum 


Appendix 


Anal canal 




EXCRETORY 

SYSTEM 


CROSS SECTION 
OR KIDNEY 


Adrenal gland 
Right Kidney 
Pelvic ureter 


Ureter 


Major 

Renal 

Renal 

Renal 


Ureter 


Minor calyx 


Medullary 

substance 

_ Papillae 


Urinary bladder 


Urethra 


Adrenal gland 


Renal vein 
Renal artery 

Lett Kidney 


Aorta 

Inferior Vena cava 


Ureter 


Cortical substance 
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SKIN ( HFS TO PATHOLOGICAL SECTION ) 


r 




Hair shaft 
Epidermis 


is -j 


Dermis 

Sweat 

gland 

Fat „ 


Capillary 

vessels 


Duct of 
- sweat 
gland 


root 


HAIR 





External sheath o 


hair 


, Medulla 


Cortex 


Blood supply to 


lair 


Skin 


Bulb of hair 




J 



TONGUE 


TOOTH 
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Lingual 

tonsil 

Vallate 

pappilae 


Fungiform 

pappilae 


Saltiness 


Epiglottis 

Base of 
tongue 


Sourness 

Filiform 
pappilae 

Sweetness 



Crown 

Dentine 

Gum 

Cement 

Root 

Blood 
vessel 


PERMANENT TEETH 


Upper teeth 


Lower teeth 



I s Incisors 
C= Canine 
P = Premofars 
M = Molars 
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Choroid 
Macula 

Retina _ 

Vitreous body 


Conjunctiva 

Posterior 
chamber 

Cornea 
Iris 


Pupil 

Anterior 
chamber 

body 

Eye muscle 


Sclera 


Optic 





EAR 

Helix 


Malleus 

External auditory 

Tympanic 
Parotid 


Temporal muscle 
Incus 

I 

Semicircular 
i canals 

Cochlea 




I 

ENDOCRINE 
GLANDS 


Thyroid 


Adrenal 


Testis 
(In males) 


Parathyroid 
Thymus 


_lPituitary 


(Copyright reterrcd) 


Ovary 

(In females) 


